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1. The Branch has been required to perform a minimal amount 
of TDY during this reporting period. As a result, more time has 
been available to pursue the "charity begins at home" adage. 

2. General cleanup of Headquarters Signal Centers and the 
tutorial training of new technicians are under way. 
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